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Elkdale Cemetery 


Wells 


Nettie, wife of Luther Welle 
June 26, 1851 - June 20, 1876 


/ Polly Oakley, wife of James Wells 
died Aug, 12, 1864, age 82 yrs., 2 mo. 

Sidney A., son of Legrand and Catharine Wells 
/ Jan. 13, 1891 - Deo. 31, 1903 

' z J 

-i A^illiam^d. Feb. 25, 1851, age 41 yrs., 7 mo. J- < 

William J., d. Jan. 21, 1864, age 13 yrs. 9 mo. / 2 -7 < 
■ ^Wright, Apr. 19, 1817,- Jan. 8, 1891 


Westgate 


Tryphosa - See Burns, Tryphosa 


White 

Wilson 


^ M. Evelyn - See Reader, M, Evelyn 

\ 

Y Dimock b. Sept, 24, 1790; d, Aug. 1850 
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Milly, wife of Dimock Wilson 
b. Mar. 7. 1792; d. Apr. 3, 1867 






